R.D. 3 Box 618 
Howell, New Jersey 07731 
23 March 1988 


Dear: JR ,HW , ET,BF ,PH 

Turn if you will, to page 755 of Volume XIX and look at 
Folsom Exhibit 1 ( p. 118 ). 

LEE HARVEY OSWALD 1653230/6400 
Note the MOS code 6400. 

Oswald had requested and had been recommended for a duty 
assignment in Aircraft Maintenance and Repair ( Folsom 1, p.107 
while still in California. This assignment was by the way, 
the same as that of his brother Robert and was perhaps why 
Lee chose it. The Oswald who was promoted to PFC in the 
above orders got exactly that when he graduated from the 
Aviation Fundamentals School in Jacksonville. MOS 6400 is 
a Basic Aircraft Maintenance Man. All of the men in the 
group which went to Keesler AFB were awarded MOS 6700, 

Basic Air Control Man ( see Powers testimony ). What does 
this indicate? 

1. Sometime between May 2, and May 3 the Marine Corps decided 
to change Oswald's training and spend a few thousand 
dollars of taxpayers money in retraining him for a new 
Occupation Specialty. 

2. Someone named Lee Harvey Oswald left Jacksonville and went 
to Keesler to become an Aviation Electronics Operator and 
another guy named Lee Harvey Oswald went to the Naval Air 
Station at Millington, Tennessee ( Memphis ) to become a 
mechanic/repairman . 

3. It's just a typo and the code coincidentally happens to 
be in the MOS that Oswald asked for in California. 

4. Some body in the Marine Corps fucked-up and forgot to 
retype an original before the document in question was 
passed to the Warren Commission. 

5. None of the above and I'm just being hyper because they've 
screwed around with me too often. 

Your comments will as always, be most appreciated. 
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4671 

4691 



5500 

5511 

5519 
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5537 
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> ! 5544 


5546 

5547 
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5561 


5563 


5565 


5581 
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5591 
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5593 


5597 

- 

6400 

T" a: 

6412 
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6413 


6431 


6432 


6441 




6442 


6481 


6600 


6611 

\ 

$ 

6613 

L. 

1 2* 

6621 


6641 


Motion Picture 

Cameraman 

Motion Picture Film 

Editor.... 

Basic Bandsman 

Bandsman. N.E.C 

Assistant Band 

Leader 

Bandsman, Clarinet.... 

Bandsman. Flute 
and Piccolo........... 

Bandsman, Saxophone . 
Bandsman, Cornet or 

Trumpet 

Bandsman, Baritone 
or Euphonium......... 

Bandsman, French 
Horn or Mello- 

phone 

Bandsman, Trombone . 
Bandsman, Tuba and 

String Bass 

Bandsman, Bass Drum 
Bandsman, Snare 

Drum 

Bandsman, Piano 

Instrument Repair- 
man 

Eield Music Bugler .... 
Eield Music Drummer 
Field Music Drum 

Major .. 

Basic A/C Maint Man. 
A/C Jet Engine Me- 
chanic 

A/C Recip Eng Mech ." 
Aircraft Electrician... 
Aircraft Instrument 

Repairman 

Aircraft Structures 

Mechanic 

Aircraft Hydraulic" 

Mechanic. 

Helicopter Mechanic... 

Basic Av Elec Man 

Aircraft Radio Tech- 
nician 

Aircraft Radar Tech*-" 

nician 

Aviation Radio Tech"" 

nician 

Aviation Radar Tech- ’ 
nician 
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46-5 

46-7 

55-2 

55-2 

55-3 

55-2 

55-2 

55-2 

55-2 

55-2 


55-2 

55-2 

55-2 

55-2 

55-2 

55-2 

55-4 

55-5 

55-6 

55-7 

64-2 

64-2 

64-3 

64-4 

64 

64-6 

64 

64-8 

66-2 

66-2 

66-3 

66-4 

66-5 


CODE 

NUMBER MOS TITLE 


6661 


6700 

6711 

6741 

6800 

6811 

6900 

6931 

6933 

7000 

7041 

7100 

7111 

7113 

7114 

8031 

8051 

8211 

8231 

8311 

8321 

8411 

8511 

8611 

8631 


8771 

8911 

8921 

8931 

8941 

8951 

9900 

9915 


Ground Control ap- 
proach Technician... 
Basic Air Control Man 
Air Traffic Con- 
troller 

Aviation Electronics 

Operator 

Basic Aerology Man .." 

Aerology Man 

Basic AvTra Dev Man..* 
Aviation Training 
Devices Instructor.. 
Aviation Training 
Devices Technician . 
SasicAviation Op Man . 
Aviation Operations 
& Engineering Man.. 
Basic Flight Equip- 
ment Man 

Aircraft Fabric 

Worker 

Flight Equipment Man . 
Carbon Dioxide and 

Oxygen Man 

Celestial Navigation 

Trainer Man 

Electronics Training 

Devices Man 

Correspondence 
School Instructor .... 
Education Assistant.... 
Projectionist 35mm.... 

Training Aids Man 

Recruiter 

Drill Instructor 

Interpreter (Desig- 

nated Language) 

Interrogator -Trans- 
lator (Designated 
Language).............. 

Staff Draftsman 

Police NCO 

Athletic & Recrea- 
tion Assistant 

Material Handling 
Equipment Operator. 

Barber 

Chauffeur ................. 

Basic Marine 

Special Assignment .... 


PAGE 

NUMBER 


66 

67-2 

67-2 

67- 9 

68 - 2 
68-2 
69-2 

69-2 

69- 3 

70- 2 

70- 2 

71- 2 

71-2 

71-3 

71-4 

80-2 

80-2 

80-5 

80-6 

80-7 

80-8 

80-8 

80-9 

80-10 


80-11 

80-14 

80-15 

80-16 

80-17 

80-17 

80-18 

99-1 

99-1 
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